RECLAIMING  OIL FROM  CHIPS
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chips will hold about a gallon of mineral lard oil. This is
sufficient to emphasize the importance of installing centrif-
ugal separators to remove the oil. In order to obtain a
satisfactory degree of efficiency tests should be made at
regular intervals to determine the time chips should be left
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Fig. 9.    Turbine-driven  Centrifugal  Chip  Separator
in the separator and the speed to prevent unnecessary loss
of oil.
Where a lot of chips are handled it is good practice to
pile them on a grid so that the oil may drain through and
be collected, thus reducing the time required for centrif-
ugalizing. In some plants conveyors may be used to ad-
vantage for carrying chips to the department where oil is